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Absorbent wafers 

Customized absorbent wafers for saliva control in implant patients 

(Sutherland and Wilkins). 1997;78:530 (Tips) 
Abutments 

AllCeram crowns for single replacement implant abutments 
(Razzoog et al). 1997;78:486-9 

Cement removal from restorations luted to titanium abutments 
with simulated subgingival margins (Agar et al). 1997;78:43-7 

Clinical observations of noncoping overdenture abutments 
protected by tannin-fluoride preparation (Yamaga and Nokubi). 
1997;78:315-9 

Comparison of strength and failure mode of seven implant systems: 
an in vitro test (Mdllersten et al). 1997;78:582-91 

Effect of friction coefficient on Akers clasp retention (Sato et al). 
1997;78:22-7 

Fit of implant frameworks fabricated by different techniques 
(Riedy et al). 1997;78:596-604 

In vitro evaluation of topical fluoride for overdenture abutments 
(Ettinger et al). 1997;78:309-14 

The qualitative effects of various types of hygiene instrumentation 
on commercially pure titanium and titanium alloy implant 
abutments: an in vitro and scanning electron microscope study 
(Von Giese Brookshire et al). 1997;78:286-94 

Securing the abutment post screw in a single implant prosthesis 
(Artzi and Dreiangel). 1997;78:432-3 (Tips) 
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Krammer). 1997;78:529 (Tips) 
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of an edentulous maxilla (Nicholson). 1997;78:605-8 

Acid etching 

Preliminary investigation of a novel retentive system for 
hydrofluoric acid etch-resistant dental ceramics (Wood et al). 
1997;78:275-80 

Preliminary results of a multicenter study evaluating a chemically 
enhanced surface for machined commercially pure titanium 
implants (Sullivan et al). 1997;78:379-86 

Acrylic resins 

Acrylic resin pivot ball for the survey of mounted casts (Brenyo and 
Toth). 1997;78:228-9 (Tips) 

The effects of surface machining on heat cured acrylic resin and two 
soft denture base materials: a scanning electron microscope and 
confocal microscope evaluation (Radford et al). 1997;78:200-8 

Replacement of a damaged fixed partial denture pontic by adding 
it to the existing removable denture: a clinical report (Zalkind). 
1997;78:121-2 

The swelling phenomenon of acrylic resin polymer teeth at the 
interface with denture base polymers (Vallittu and Ruyter). 
1997;78:194-9 

Actinobacillus actinomycetemcomitans 
Annual review of selected dental literature: report of the Committee 


on Scientific Investigation of the American Academy of 


Restorative Dentistry (Jendresen et al). 1997;78:54-92 
Adhesives 
Comparison of bond strengths of denture base resins to nickel- 
chromium-beryllium removable partial denture alloy 
(NaBadalung et al). 1997;78:566-73 


Effects of preparation designs and adhesive systems on retention of 


class II amalgam restorations (G6riicii et al). 1997;78:250-4 
Lased and sandblasted denture base surface preparations affecting 
resilient liner bonding (Jacobsen et al). 1997;78:153-8 


“july, 1-120; August, 121-232; September, 233-336; October, 337- 
436; November, 437-536; December, 537-650. 
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Aged 
A one-appointment impression and centric relation record 
technique for compromised complete denture patients (Ansari). 
1997;78:320-3 
Alloys 
Comparison of bond strengths of denture base resins to nickel- 
chromium-beryllium removable partial denture alloy 
(NaBadalung et al). 1997;78:566-73 
The distortion of cast cobalt-chromium alloy partial denture 
frameworks fitted to a working cast (Ali et al). 1997;78:419-24 
Effect of friction coefficient on Akers clasp retention (Sato et al). 
1997;78:22-7 
The qualitative effects of various types of hygiene instrumentation 
on commercially pure titanium and titanium alloy implant 
abutments: an in vitro and scanning electron microscope study 
(Von Giese Brookshire et al). 1997;78:286-94 
Shear bond strengths of a two-paste system resin luting agent used 
to bond alloys to enamel (Dixon and Breeding). 1997;78:132- 
5 
Soldering and remelting influence on fatigue strength of cobalt- 
chromium alloys (Henriques et al). 1997;78:146-52 
Tensile strength of soldered gold alloy joints (Watanabe et al). 
1997;78:260-6 
Amalgam 
Effects of preparation designs and adhesive systems on retention of 
class II amalgam restorations (GGriicii et al). 1997;78:250-4 
Fracture strengths of three core restorative materials supported 
with or without a prefabricated split-shank post (Cohen et al). 
1997;78:560-5 
American Academy of Restorative Dentistry 
Annual review of selected dental literature: report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Jendresen et al). 
1997;78:54-92 
American Board of Prosthodontics 
American Board of Prosthodontics. 1997;78:618-30 
Anterior margin adaptation 
Anterior margin adaptation for implant-retained auricular 
prostheses (Dumbrigue et al). 1997;78:425-8 
Articulators 
Reproduction of excursive tooth contact in an articulator with 
computerized axiography data (Tamaki et al). 1997;78:373-8 
Artifacts 
Artifacts in recording immediate mandibular translation: a 
laboratory investigation (Craddock et al). 1997;78:172-8 
Auricular prosthesis 
Anterior margin adaptation for implant-retained auricular 
prostheses (Dumbrigue et al). 1997;78:425-8 
Axiography; see Jaw relation record 


B 
Bacteria 
Quantitative study of bacterial colonization of dental casts 
(Mitchell et al). 1997;78:518-21 
Beryllium 
Comparison of bond strengths of denture base resins to nickel- 
chromium-beryllium removable partial denture alloy 
(NaBadalung et al). 1997;78:566-73 
Bicuspid; see Premolar 
Bite force; see Occlusal force 
Bond strength 
Bond strengths of maxillary anterior base metal resin-bonded retainers 
with different thicknesses (Ibrahim et al). 1997;78:281-5 
Bond strengths of resin-to-metal bonding systems (Kourtis). 
1997;78:136-45 
Bonding strengths of porcelain repair systems with various surface 
treatments (Chung and Hwang). 1997;78:267-74 
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Comparative strengths of metal framework structures for 
removable partial dentures (Ohkubo et al). 1997;78:302-8 
Comparison of bond strengths of denture base resins to nickel- 

chromium-beryllium removable partial denture alloy 
(NaBadalung et al). 1997;78:566-73 
Comparison of strength and failure mode of seven implant systems: 
an in vitro test (Mdllersten et al). 1997;78:582-91 
The effect of environmental pressure changes during diving on the 
retentive strength of different luting agents for full cast crowns 
(Lyons et al). 1997;78:522-7 
Shear bond strength to feldspathic porcelain of two luting cements 
in combination with three surface treatments (Matsumura et al). 
1997;78:511-7 
Shear bond strengths of a two-paste system resin luting agent used 
to bond alloys to enamel (Dixon and Breeding). 1997;78:132-5 
Bonding 
Adherence of “stuck” restorations to demineralized dentin 
following use of experimental primers (Stanley et al). 
1997;78:354-66 
Burning mouth syndrome 
Burning mouth syndrome: a review of etiologies (Cibirka et al). 
1997;78:93-7 


C 
Canine tooth 

Comparison of occlusal contacts in maximum intercuspation for 
two impression techniques (Parker et al). 1997;78:255-9 

An esthetic denture clasp for maxillary canine teeth (McMillan and 
Hunter). 1997;78:330 (Tips) 

Carbon 

An in vitro evaluation of a carbon fiber-based post and core system 

(Sidoli et al). 1997;78:5-9 
Caries 

Annual review of selected dental literature: report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Jendresen et al). 
1997;78:54-92 

Longevity of fixed partial dentures (Libby et al). 1997;78:127-31 

Casting investment 

Acrylic resin pivot ball for the survey of mounted casts (Brenyo and 
Toth). 1997;78:228-9 (Tips) 

The distortion of cast cobalt-chromium alloy partial denture 
frameworks fitted to a working cast (Ali et al). 1997;78:419-24 

The effects of sprue design on the roughness and porosity of 
titanium castings (Chan et al). 1997;78:400-4 

One clinical visit for a multiple implant restoration master cast 
fabrication (Hussaini and Wong). 1997;78:550-3 

Quantitative study of bacterial colonization of dental casts 
(Mitchell et al). 1997;78:518-21 

Safe resin records using plastic copings (Stamoulis et al). 
1997;78:223-4 (Tips) 

Stabilization investment template for direct casting connection of 
implant framework segments (McCartney and Pearson). 
1997:78:106-8 

Casting technique 

Acrylic resin pivot ball for the survey of mounted casts (Brenyo and 
Toth). 1997;78:228-9 (Tips) 

The distortion of cast cobalt-chromium alloy partial denture 
frameworks fitted to a working cast (Ali et al). 1997;78:419-24 

Establishing the posterior palatal seal during the final impression 
stage (Ansari). 1997;78:324-6 

Fracture strength of type IV and type V die stone as a function of 
time (Schwedhelm and Lepe). 1997;78:554-9 

One clinical visit for a multiple implant restoration master cast 
fabrication (Hussaini and Wong). 1997;78:550-3 

A procedure for constructing dentures with interchangeable teeth 
(Khamis and Zaki). 1997;78:609-13 
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Safe resin records using plastic copings (Stamoulis et al). 
1997;78:223-4 (Tips) 

Single-tooth implants: a procedure to make a precise, flexible 
gingival contour on the master cast (Coelho et al). 
1997;78:109-10 (Tips) 

Stabilization investment template for direct casting connection of 
implant framework segments (McCartney and Pearson). 
1997;78:106-8 

Transfer index of multiple angulated abutments in the restoration 
of an edentulous maxilla (Nicholson). 1997;78:605-8 

Cements 

Cement removal from restorations luted to titanium abutments 
with simulated subgingival margins (Agar et al). 1997;78:43-7 

The effect of environmental pressure changes during diving on the 
retentive strength of different luting agents for full cast crowns 
(Lyons et al). 1997;78:522-7 

Gold inlays bonded with a resin cement: a clinical report (Miya). 
1997;78:233-5 

Root reinforcement with a resin-bonded preformed post 
(Mendoza et al). 1997;78:10-5 

Shear bond strength to feldspathic porcelain of two luting cements 
in combination with three surface treatments (Matsumura et al). 
1997;78:511-7 

Simple and sure protection of crown margins from moisture in 
cementation (Ogimoto and Ogawa). 1997;78:225 (Tips) 

Centric relation 

A one-appointment impression and centric relation record 
technique for compromised complete denture patients (Ansari). 
1997;78:320-3 

Ceramics 

AllCeram crowns for single replacement implant abutments 
(Razzoog et al). 1997;78:486-9 

In vitro failure load of metal-collar margins compared with 
porcelain facial margins of metal—ceramic crowns (Gardner et 
al). 1997;78:1-4 

An investigation of new metal framework design for metal ceramic 
restorations (O’Boyle et al). 1997;78:295-301 

Longitudinal study of pressed glass-ceramic inlays for four and a 
half years (Fradeani et al). 1997;78:346-53 

Preliminary investigation of a novel retentive system for 
hydrofluoric acid etch-resistant dental ceramics (Wood et al). 
1997;78:275-80 

Resin-bonded metal-ceramic inlays: a new approach (Sewitch). 
1997;78:408-11 

A review of esthetic alternatives for the restoration of anterior teeth 
(Bello and Jarvis). 1997;78:437-40 

Chewing gum 

Annual review of selected dental literature: report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Jendresen et al). 
1997;78:54-92 

Chlorhexidine 

Annual review of selected dental literature: report of the Committee 
on Scientific Investigation of the American Academy of 
Restorative Dentistry (Jendresen et al). 1997;78:54-92 

Chromium 

Comparison of bond strengths of denture base resins to nickel- 
chromium-beryllium removable partial denture alloy 
(NaBadalung et al). 1997;78:566-73 

Comparison of titanium and cobalt-chromium removable partial 
denture clasps (Bridgeman et al). 1997;78:187-93 

The distortion of cast cobalt-chromium alloy partial denture 
frameworks fitted to a working cast (Ali et al). 1997;78:419-24 

Effect of friction coefficient on Akers clasp retention (Sato et al). 
1997;78:22-7 

Soldering and remelting influence on fatigue strength of cobalt- 
chromium alloys (Henriques et al). 1997;78:146-52 
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Clasps 
Comparison of titanium and cobalt-chromium removable partial 
denture clasps (Bridgeman et al). 1997;78:187-93 
Effect of friction coefficient on Akers clasp retention (Sato et al). 
1997;78:22-7 
An esthetic denture clasp for maxillary canine teeth (McMillan and 
Hunter). 1997;78:330 (Tips) 
Cobalt 
Comparison of titanium and cobalt-chromium removable partial 
denture clasps (Bridgeman et al). 1997;78:187-93 
The distortion of cast cobalt-chromium alloy partial denture 
frameworks fitted to a working cast (Ali et al). 1997;78:419-24 
Effect of friction coefficient on Akers clasp retention (Sato et al). 
1997;78:22-7 
Soldering and remelting influence on fatigue strength of cobalt- 
chromium alloys (Henriques et al). 1997;78:146-52 
Committee on Scientific Investigation 
Annual review of selected dental literature: report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Jendresen et al). 
1997;78:54-92 
Composite resins 
An in vitro evaluation of a carbon fiber-based post and core system 
(Sidoli et al). 1997;78:5-9 
Root reinforcement with a resin-bonded preformed post 
(Mendoza et al). 1997;78:10-5 
Computers 
Comparison of habitual masticatory patterns in men and women using 
a custom computer program (Youssef et al). 1997;78:179-86 
Corrections 
Annual review of selected dental literature: report of the Committee 
on Scientific Investigation of the American Academy of Restorative 
Dentistry (Jendresen et al) (1997;78:54-92). 1997;78:457 
Comparative strengths of metal framework structures for 
removable partial dentures (Ohkubo et al) (1997;78:302-8). 
1997;78:495 
A review of pharmacotherapeutics for prosthetic dentistry: part II 
(Felpel) (1997;77:293-305). 1997;78:224 
Craniomandibular disorders 
Clinical effect of full coverage occlusal splint therapy for specific 
temporomandibular disorder conditions and symptoms (Kurita 
et al). 1997;78:506-10 
Temporomandibular disorders—pain outside the head and face are 
rarely acknowledged in the chief complaint (Tiirp et al). 
1997;78:592-5 
Crowns 
AllCeram crowns for single replacement implant abutments 
(Razzoog et al). 1997;78:486-9 
The effect of environmental pressure changes during diving on the 
retentive strength of different luting agents for full cast crowns 
(Lyons et al). 1997;78:522-7 


The effects of sprue design on the roughness and porosity of 


titanium castings (Chan et al). 1997;78:400-4 

In vitro failure load of metal-collar margins compared with 
porcelain facial margins of metal-ceramic crowns (Gardner et 
al). 1997;78:1-4 

Implant reconstruction in the posterior mandible: a long-term 
retrospective study (Parein et al). 1997;78:34-42 

An investigation of new metal framework design for metal ceramic 
restorations (O’Boyle et al). 1997;78:295-301 

Simple and sure protection of crown margins from moisture in 
cementation (Ogimoto and Ogawa). :1997;78:225 (Tips) 

A simple method for the restoration of fractured anterior teeth 
(Tulunoglu and Gérduysus). 1997;78:614-5 (Tips) 

Single-tooth implants: a procedure to make a precise, flexible 





gingival contour on the master cast (Coelho et al). 
1997;78:109-10 (Tips) 
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Temperature rise in pulpal chamber during fabrication of provisional 
resinous crowns (Castelnuovo and Tjan). 1997;78:441-6 
Cuspid; see Canine tooth 


D 
Delmopinol 

Annual review of selected dental literature: report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Jendresen et al). 
1997:78:54-92 

Dental amalgam; see Amalgam 

Dental caries; see Caries 

Dental casting investment; see Casting investment 
Dental casting technique; see Casting technique 
Dental cements; see Cements 

Dental enamel; see Enamel 

Dental implants; see Implants 

Dental occlusion; see Occlusion 

Dental porcelain; see Porcelain 

Dental pulp 

Annual review of selected dental literature: report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Jendresen et al). 
1997:78:54-92 

Temperature rise in pulpal chamber during fabrication of provisional 
resinous crowns (Castelnuovo and Tjan). 1997;78:441-6 

Dental scaling; see Scaling 
Dental technology 

Dental technology. 1997;78:98-108, 209-22, 320-9, 404-31, 

605-13 
Dental veneers; see Veneers 
Dentin 

Adherence of “stuck” restorations to demineralized dentin 
following use of experimental primers (Stanley et al). 
1997;78:354-66 

Effect of different surface textures on retentive strength of tapered 
posts (Nergiz et al). 1997;78:451-7 

Denture, complete 

Critical evaluation of patient responses to dental implant therapy 
(Cibirka et al). 1997;78:574-81 

The effect of diet on the bearing mucosa during adjustment to new 
complete dentures: a pilot study (Cleary et al). 1997;78:479-85 

Handles on custom trays for complete denture master impressions 
(Morris). 1997;78:331 (Tips) 

A one-appointment impression and centric relation record 
technique for compromised complete denture patients (Ansari). 
1997:78:320-3 

A procedure for constructing dentures with interchangeable teeth 
(Khamis and Zaki). 1997;78:609-13 

“Prosthetic condition” and patients’ judgment of complete 
dentures (de Baat et al). 1997;78:472-8 

Denture, overlay 

Clinical observations of noncoping overdenture abutments 
protected by tannin-fluoride preparation (Yamaga and Nokubi). 
1997;78:315-9 

In vitro evaluation of topical fluoride for overdenture abutments 
(Ettinger et al). 1997;78:309-14 

The implant-supported prosthesis for the edentulous arch: design 
considerations (Sadowsky). 1997;78:28-33 

A longitudinal clinical assessment of spark erosion technology in 
implant-retained overdenture prostheses: a preliminary report 
(Toljanic et al). 1997;78:490-5 

Mandibular overdentures anchored to single implants: a five-year 
prospective study (Cordioli et al). 1997;78:159-65 


Professional hygiene care, adjustments and complications of 


mandibular implant-retained overdentufes: a _ three-year 
retrospective study (den Dunnen et al). 1997;78:387-90 


VOLUME 78 NUMBER 6 











SUBJECT INDEX 


Denture, partial 
The distortion of cast cobalt-chromium alloy partial denture 
frameworks fitted to a working cast (Ali et al). 1997;78:419-24 
Denture, partial, fixed 
Clinical performance of resin-bonded fixed partial dentures and 
extracoronal attachments for removable prostheses (Besimo et 
al). 1997:78:465-71 
Comparison of strength and failure mode of seven implant systems: 
an in vitro test (MGllersten et al). 1997;78:582-91 
The implant-supported prosthesis for the edentulous arch: design 
considerations (Sadowsky). 1997;78:28-33 
Longevity of fixed partial dentures (Libby et al). 1997;78:127-31 
Replacement of a damaged fixed partial denture pontic by adding 
it to the existing removable denture: a clinical report (Zalkind). 
1997;78:121-2 
A simplified indexing procedure for presoldering fixed partial 
dentures (Cohen and Crystal). 1997;78:226-7 (Tips) 
A simplified procedure for stabilizing pontics (Inzerello and 
Rudd). 1997;78:405-7 
Denture, partial, removable 
Comparative strengths of metal framework structures for 
removable partial dentures (Ohkubo et al). 1997;78:302-8 
Comparison of bond strengths of denture base resins to nickel- 
chromium-beryllium removable partial denture alloy 
(NaBadalung et al). 1997;78:566-73 
Comparison of titanium and cobalt-chromium removable partial 
denture clasps (Bridgeman et al). 1997;78:187-93 
The implant-supported prosthesis for the edentulous arch: design 
considerations (Sadowsky). 1997;78:28-33 
A randomized clinical trial of two basic removable partial denture 
designs—Part II: comparisons of masticatory scores (Kapur et 
al). 1997;78:15-21 
Replacement of a damaged fixed partial denture pontic by adding 
it to the existing removable denture: a clinical report (Zalkind). 
1997;78:121-2 
Surveying removable partial dentures: the importance of guiding 
planes and path of insertion for stability (Bezzon et al). 
1997;78:412-8 
Unilateral rotational path removable partial dentures for tilted 
mandibular molars: design and clinical applications (Luk et al). 
1997;78:102-5 
Denture bases 
Comparative strengths of metal framework structures for 
removable partial dentures (Ohkubo et al). 1997;78:302-8 
Comparison of bond strengths of denture base resins to nickel- 
chromium-beryllium removable partial denture alloy 
(NaBadalung et al). 1997;78:566-73 
The effects of surface machining on heat cured acrylic resin and two 
soft denture base materials: a scanning electron microscope and 
confocal microscope evaluation (Radford et al). 1997;78:200-8 
Lased and sandblasted denture base surface preparations affecting 
resilient liner bonding (Jacobsen et al). 1997;78:153-8 
The swelling phenomenon of acrylic resin polymer teeth at the 
interface with denture base polymers (Vallittu and Ruyter). 
1997:78:194-9 
Denture clasps; see Clasps 
Denture liners 
Lased and sandblasted denture base surface preparations affecting 
resilient liner bonding (Jacobsen et al). 1997;78:153-8 
Diet 
The effect of diet on the bearing mucosa during adjustment to new 
complete dentures: a pilot study (Cleary et al). 1997;78:479-85 
Disinfection 
Accuracy of polyether and addition silicone after long-term 
immersion disinfection (Lepe and Johnson). 1997;78:245-9 
Quantitative study of bacterial colonization of dental casts 
(Mitchell et al). 1997;78:518-21 
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Diving 
The effect of environmental pressure changes during diving on the 
retentive strength of different luting agents for full cast crowns 
(Lyons et al). 1997;78:522-7 
Durapatite 
Clinical application of short hydroxylapatite-coated dental 
implants to the posterior mandible: a five year survival study 
(Teixeira et al). 1997;78:166-71 


E 
Education, dental 
A substitute for facial replica in mannequin procedures (Lee et al). 
1997;78:429-31 
Elastomers; see Rubber 
Elderly; see Aged 
Enamel 
Effect of friction coefficient on Akers clasp retention (Sato et al). 
1997;78:22-7 
Shear bond strengths of a two-paste system resin luting agent used 
to bond alloys to enamel (Dixon and Breeding). 1997;78:132-5 
Epoxy resins 
An in vitro evaluation of a carbon fiber-based post and core system 
(Sidoli et al). 1997;78:5-9 
Esthetics 
An esthetic denture clasp for maxillary canine teeth (McMillan and 
Hunter). 1997;78:330 (Tips) 
Full veneer versus traditional veneer preparation: a discussion of 
interproximal extension (Rouse). 1997;78:545-9 
A review of esthetic alternatives for the restoration of anterior teeth 
(Bello and Jarvis). 1997;78:437-40 
Etching 
Preliminary investigation of a novel retentive system for 
hydrofluoric acid etch-resistant dental ceramics (Wood et al). 
1997;78:275-80 
Preliminary results of a multicenter study evaluating a chemically 
enhanced surface for machined commercially pure titanium 
implants (Sullivan et al). 1997;78:379-86 
Eye, artificial 
Ocular prosthetics: use of a tissue conditioner material to modify a 
stock ocular prosthesis (Ow and Amrith). 1997;78:218-22 


F 
Face 
Dynamic mechanical thermal analysis of maxillofacial elastomers 
(Waters et al). 1997;78:501-5 
Effects of implant anchorage on midface prostheses (Arcuri et al). 
1997;78:496-500 
Minimizing prosthesis movement in a midfacial defect: a clinical 
report (Dumbrigue and Fyler). 1997;78:341-5 
A substitute for facial replica in mannequin procedures (Lee et al). 
1997;78:429-31 
Temporomandibular disorders—pain outside the head and face are 
rarely acknowledged in the chief complaint (Tiirp et al). 
1997;78:592-5 
Fatigue 
Cyclic fatigue testing of five endodontic post designs supported by 
four core materials (Cohen et al). 1997;78:458-64 
Soldering and remelting influence on fatigue strength of cobalt- 
chromium alloys (Henriques et al). 1997;78:146-52 
Fluorides 
Annual review of selected dental literature: report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Jendresen et al). 
1997;78:54-92 
Clinical observations of noncoping overdenture abutments 
protected by tannin-fluoride preparation (Yamaga and Nokubi). 
1997;78:315-9 
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In vitro evaluation of topical fluoride for overdenture abutments 
(Ettinger et al). 1997;78:309-14 
Follow-up studies 
Apical nerve transection resulting from implant placement: a 10-year 
follow-up report (Rubenstein and Taylor). 1997;78:537-41 
Fractures 
Bonding strengths of porcelain repair systems with various surface 
treatments (Chung and Hwang). 1997;78:267-74 
Comparison of strength and failure mode of seven implant systems: 
an in vitro test (Mdllersten et al). 1997;78:582-91 
Fracture strength of type IV and type V die stone as a function of 
time (Schwedhelm and Lepe). 1997;78:554-9 
Fracture strengths of provisional restorations reinforced with 
plasma-treated woven polyethylene fiber (Samadzadeh et al). 
1997;78:447-50 
Fracture strengths of three core restorative materials supported 
with or without a prefabricated split-shank post (Cohen et al). 
1997;78:560-5 
An investigation of new metal framework design for metal ceramic 
restorations (O’Boyle et al). 1997;78:295-301 
A simple method for the restoration of fractured anterior teeth 
(Tulunoglu and Gérduysus). 1997;78:614-5 (Tips) 
Soldering and remelting influence on fatigue strength of cobalt- 
chromium alloys (Henriques et al). 1997;78:146-52 
Friction 
Effect of friction coefficient on Akers clasp retention (Sato et al). 
1997:78:22-7 


G 
Gag reflex 
Making an impression of a maxillary edentulous patient with gag 
reflex by pressing caves (Xianyun). 1997;78:533 (Tips) 
Gingiva 
An investigation of new metal framework design for metal ceramic 
restorations (O’Boyle et al). 1997;78:295-301 
Preliminary results of a multicenter study evaluating a chemically 
enhanced surface for machined commercially pure titanium 
implants (Sullivan et al). 1997;78:379-86 
Single-tooth implants: a procedure to make a precise, flexible 
gingival contour on the master cast (Coelho et al). 
1997;78:109-10 (Tips) 
Glass 
Longitudinal study of pressed glass-ceramic inlays for four and a 
half years (Fradeani et al). 1997;78:346-53 
Glass ionomer cements 
Cement removal from restorations luted to titanium abutments 
with simulated subgingival margins (Agar et al). 1997;78:43-7 
The effect of environmental pressure changes during diving on the 
retentive strength of different luting agents for full cast crowns 
(Lyons et al). 1997;78:522-7 
Fracture strengths of three core restorative materials supported 
with or without a prefabricated split-shank post (Cohen et al). 
1997;78:560-5 
Gold 
Effect of friction coefficient on Akers clasp retention (Sato et al). 
1997:78:22-7 
Gold inlays bonded with a resin cement: a clinical report (Miya). 
1997:78:233-5 
Tensile strength of soldered gold alloy joints (Watanabe et al). 
1997;78:260-6 
Great Britain 
The prevalence, etiology, and management of tooth wear in the 
% United Kingdom (Smith et al). 1997;78:367-72 
Guided tissue regeneration 
Annual review of selected dental literature: report of the Committee 
on Scientific Investigation of the American Academy of 
Restorative Dentistry (Jendresen et al). 1997;78:54-92 
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H 
Head 
Temporomandibular disorders—pain outside the head and face are 
rarely acknowledged in the chief complaint (Tiirp et al). 
1997;78:592-5 
Heating 
Tensile strength of soldered gold alloy joints (Watanabe et al). 
1997;78:260-6 
Hydrofluoric acid 
Preliminary investigation of a novel retentive system for 
hydrofluoric acid etch-resistant dental ceramics (Wood et al). 
1997;78:275-80 
Hydroxylapatite; see Durapatite 
Hygiene 
Professional hygiene care, adjustments and complications of 
mandibular implant-retained overdentures: a_ three-year 
retrospective study (den Dunnen et al). 1997;78:387-90 
The qualitative effects of various types of hygiene instrumentation 
on commercially pure titanium and titanium alloy implant 
abutments: an in vitro and scanning electron microscope study 
(Von Giese Brookshire et al). 1997;78:286-94 


I 
Immersion 
Accuracy of polyether and addition silicone after long-term 
immersion disinfection (Lepe and Johnson). 1997;78:245-9 
Implantation, endosseous 
Comparison of strength and failure mode of seven implant systems: 
an in vitro test (MOllersten et al). 1997;78:582-91 
The implant-supported prosthesis for the edentulous arch: design 
considerations (Sadowsky). 1997;78:28-33 
Transfer index of multiple angulated abutments in the restoration 
of an edentulous maxilla (Nicholson). 1997;78:605-8 
Implants 
Adaptation of a Fox plane analyzer for the orientation of a 
radiographic computerized tomography scan implant template 
(Chung et al). 1997;78:616-7 (Tips) 
AllCeram crowns for single replacement implant abutments 
(Razzoog et al). 1997;78:486-9 
Anterior margin adaptation for implant-retained auricular 
prostheses (Dumbrigue et al). 1997;78:425-8 
Apical nerve transection resulting from implant placement: a 10- 
year follow-up report (Rubenstein and Taylor). 1997;78:537- 
41 
Cement removal from restorations luted to titanium abutments 
with simulated subgingival margins (Agar et al). 1997;78:43-7 
Clinical application of short hydroxylapatite-coated dental 
implants to the posterior mandible: a five year survival study 
(Teixeira et al). 1997;78:166-71 
Comparison of strength and failure mode of seven implant systems: 
an in vitro test (MGllersten et al). 1997;78:582-91 
Critical evaluation of patient responses to dental implant therapy 
(Cibirka et al). 1997;78:574-81 
Customized absorbent wafers for saliva control in implant patients 
(Sutherland and Wilkins). 1997;78:530 (Tips) 
Custom-made cover screws to fit fixed detachable implant 
prosthesis access openings (Howell and Caldwell). 1997;78:209- 
1] 
Effects of implant anchorage on midface prostheses (Arcuri et al). 
1997;78:496-500 
Fit of implant frameworks fabricated by different techniques 
(Riedy et al). 1997;78:596-604 
Implant reconstruction in the posterior mandible: a long-term 
retrospective study (Parein et al). 1997;78:34-42 
An implant-supported fixed-removable prosthesis with a milled 
tissue bar and Hader clip retention as a restorative option for the 
edentulous maxilla (Davodi et al). 1997;78:212-7 
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A longitudinal clinical assessment of spark erosion technology in 
implant-retained overdenture prostheses: a preliminary report 
(Toljanic et al). 1997;78:490-5 

Mandibular overdentures anchored to single implants: a five-year 
prospective study (Cordioli et al). 1997;78:159-65 

Occlusal restoration with surgical interventions—osteotomy, 
implant surgery, and tooth transplantation: a clinical report 
(Hibi and Ueda). 1997;78:236-40 

One clinical visit for a multiple implant restoration master cast 
fabrication (Hussaini and Wong). 1997;78:550-3 

Preliminary results of a multicenter study evaluating a chemically 
enhanced surface for machined commercially pure titanium 
implants (Sullivan et al). 1997;78:379-86 


Professional hygiene care, adjustments and complications of 


mandibular implant-retained overdentures: a_ three-year 
retrospective study (den Dunnen et al). 1997;78:387-90 

The qualitative effects of various types of hygiene instrumentation 
on commercially pure titanium and titanium alloy implant 
abutments: an in vitro and scanning electron microscope study 
(Von Giese Brookshire et al). 1997;78:286-94 

Sectional prosthesis for total maxillectomy patients: a clinical 
report (Wang). 1997;78:241-4 

Securing the abutment post screw in a single implant prosthesis 
(Artzi and Dreiangel). 1997;78:432-3 (Tips) 

A simple antirotational device for implant abutment screws (von 
Krammer). 1997;78:529 (Tips) 

Single-tooth implants: a procedure to make a precise, flexible 
gingival contour on the master cast (Coelho et al). 
1997;78:109-10 (Tips) 


Stabilization investment template for direct casting connection of 


implant framework segments (McCartney and Pearson). 
1997;78:106-8 

Theoretical study of the effects of tooth and implant mobility 
differences on occlusal force transmission in tooth/implant- 
supported partial prostheses (Kayacan et al). 1997;78:391-9 

Impression materials 

Accuracy of polyether and addition silicone after long-term 
immersion disinfection (Lepe and Johnson). 1997;78:245-9 

An alternative method for direct custom tray construction using a 
visible light—cured resin (Castellani and Basile). 1997;78:98-101 


Fracture strength of type IV and type V die stone as a function of 


time (Schwedhelm and Lepe). 1997;78:554-9 

A simple procedure for boxing elastomeric impressions (Galindo 
and Graser). 1997;78:531-2 (Tips) 

Impression technique 

An alternative method for direct custom tray construction using a 
visible light—cured resin (Castellani and Basile). 1997;78:98- 
101 

Anterior margin adaptation for implant-retained auricular 
prostheses (Dumbrigue et al). 1997;78:425-8 

Comparison of occlusal contacts in maximum intercuspation for 
two impression techniques (Parker et al). 1997;78:255-9 

Establishing the posterior palatal seal during the final impression 
stage (Ansari). 1997;78:324-6 


time (Schwedhelm and Lepe). 1997;78:554-9 

Handles on custom trays for complete denture master impressions 
(Morris). 1997;78:331 (Tips) 

Making an impression of a maxillary edentulous patient with gag 
reflex by pressing caves (Xianyun). 1997;78:533 (Tips) 

One clinical visit for a multiple implant restoration master cast 
fabrication (Hussaini and Wong). 1997;78:550-3 

A one-appointment impression and centric relation record 
technique for compromised complete denture patients (Ansari). 
1997;78:320-3 

A procedure for constructing dentures with interchangeable teeth 
(Khamis and Zaki). 1997;78:609-13 
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A simple and reliable procedure for routinely capturing vestibular 
anatomy in preliminary impressions (Psillakis and Toothaker). 
1997;78:332-3 (Tips) 

A simple procedure for boxing elastomeric impressions (Galindo 
and Graser). 1997;78:531-2 (Tips) 

Incisor 

Conservative approach to posttraumatic treatment of maxillary 

anterior teeth: a clinical report (Yoeli et al). 1997;78:123-6 
Inlays 

Gold inlays bonded with a resin cement: a clinical report (Miya). 
1997;78:233-5 

Longitudinal study of pressed glass-ceramic inlays for four and a 
half years (Fradeani et al). 1997;78:346-53 

Resin-bonded metal-ceramic inlays: a new approach (Sewitch). 
1997;78:408-11 


Jaw 
Comparison of habitual masticatory patterns in men and women 
using a custom computer program (Youssef et al). 
1997:78:179-86 
Jaw, edentulous 
Implant reconstruction in the posterior mandible: a long-term 
retrospective study (Parein et al). 1997;78:34-42 
An implant-supported fixed-removable prosthesis with a milled 
tissue bar and Hader clip retention as a restorative option for the 
edentulous maxilla (Davodi et al). 1997;78:212-7 
The implant-supported prosthesis for the edentulous arch: design 
considerations (Sadowsky). 1997;78:28-33 
Making an impression of a maxillary edentulous patient with gag 
reflex by pressing caves (Xianyun). 1997;78:533 (Tips) 
Transfer index of multiple angulated abutments in the restoration 
of an edentulous maxilla (Nicholson). 1997;78:605-8 
Jaw relation record 
Reproduction of excursive tooth contact in an articulator with 
computerized axiography data (Tamaki et al). 1997;78:373-8 
Judson C. Hickey Scientific Writing Award 
Shear bond strength to feldspathic porcelain of two luting cements 
in combination with three surface treatments (Matsumura et al). 
1997;78:511-7 


L 
Lanthanides; see Metals, rare earth 
Lasers 
Fit of implant frameworks fabricated by different techniques 
(Riedy et al). 1997;78:596-604 
Literature 
Annual review of selected dental literature: report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Jendresen et al). 
1997;78:54-92 
Luting agents 
Cement removal from restorations luted to titanium abutments 
with simulated subgingival margins (Agar et al). 1997;78:43-7 
The effect of environmental pressure changes during diving on the 
retentive strength of different luting agents for full cast crowns 
(Lyons et al). 1997;78:522-7 
Shear bond strength to feldspathic porcelain of two luting cements 
in combination with three surface treatments (Matsumura et al). 
1997;78:511-7 
Shear bond strengths of a two-paste system resin luting agent used 
to bond alloys to enamel (Dixon and Breeding). 1997;78:132-5 


M 
Mandible 
Apical nerve transection resulting from implant placement: a 10-year 
follow-up report (Rubenstein and Taylor). 1997;78:537-41 
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Artifacts in recording immediate mandibular translation: a 
laboratory investigation (Craddock et al). 1997;78:172-8 

Clinical application of short hydroxylapatite-coated dental 
implants to the posterior mandible: a five year survival study 
(Teixeira et al). 1997;78:166-71 

Fit of implant frameworks fabricated by different techniques 
(Riedy et al). 1997;78:596-604 

Implant reconstruction in the posterior mandible: a long-term 
retrospective study (Parein et al). 1997;78:34-42 

Mandibular overdentures anchored to single implants: a five-year 
prospective study (Cordioli et al). 1997;78:159-65 

Mandibular rest position and electrical activity of the masticatory 
muscles (Michelotti et al). 1997;78:48-53 


Professional hygiene care, adjustments and complications of 


mandibular implant-retained overdentures: a_ three-year 
retrospective study (den Dunnen et al). 1997;78:387-90 

Unilateral rotational path removable partial dentures for tilted 
mandibular molars: design and clinical applications (Luk et al) 
1997;78:102-5 

Mandibular rest position; see Vertical dimension 
Manikins 

A substitute for facial replica in mannequin procedures (Lee et al). 

1997;78:429-31 
Mannequins; see Manikins 
Mastication 

Comparison of habitual masticatory patterns in men and women 
using a custom computer program (Youssef et al). 
1997;78:179-86 

A randomized clinical trial of two basic removable partial denture 
designs—Part II: comparisons of masticatory scores (Kapur et 
al). 1997;78:15-21 

Masticatory muscles 

Mandibular rest position and electrical activity of the masticatory 

muscles (Michelotti et al). 1997;78:48-53 
Maxilia 

Bond strengths of maxillary anterior base metal resin-bonded 
retainers with different thicknesses (Ibrahim et al). 1997;78:281- 
5 

Conservative approach to posttraumatic treatment of maxillary 
anterior teeth: a clinical report (Yoeli et al). 1997;78:123-6 

An esthetic denture clasp for maxillary canine teeth (McMillan and 
Hunter). 1997;78:330 (Tips) 

An implant-supported fixed-removable prosthesis with a milled 
tissue bar and Hader clip retention as a restorative option for the 
edentulous maxilla (Davodi et al). 1997;78:212-7 

Making an impression of a maxillary edentulous patient with gag 
reflex by pressing caves (Xianyun). 1997;78:533 (Tips) 

Transfer index of multiple angulated abutments in the restoration 
of an edentulous maxilla (Nicholson). 1997;78:605-8 

Maxillectomy 

Sectional prosthesis for total maxillectomy patients: a clinical 

report (Wang). 1997;78:241-4 
Maxillofacial prosthesis 

Dynamic mechanical thermal analysis of maxillofacial elastomers 

(Waters et al). 1997;78:501-5 
Metal ceramic alloys 

An investigation of new metal framework design for metal ceramic 
restorations (O’Boyle et al). 1997;78:295-301 

Preliminary investigation of a novel retentive system for 
hydrofluoric acid etch-resistant dental ceramics (Wood et al). 
1997;78:275-80 

Metals 
- Bond strengths of resin-to-metal bonding systems (Kourtis). 
1997:78:136-45 

In vitro failure load of metal-collar margins compared with 
porcelain facial margins of metal—ceramic crowns (Gardner et 
al). 1997;78:1-4 
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Resin-bonded metal-ceramic inlays: a new approach (Sewitch). 
1997;78:408-11 
A review of esthetic alternatives for the restoration of anterior teeth 
(Bello and Jarvis). 1997;78:437-40 
Metals, rare earth 
Fracture strengths of three core restorative materials supported 
with or without a prefabricated split-shank post (Cohen et al). 
1997:78:560-5 
Methyl methacrylates 
Fracture strengths of provisional restorations reinforced with 
plasma-treated woven polyethylene fiber (Samadzadeh et al). 
1997:78:447-50 
Microscopy 
The effects of surface machining on heat cured acrylic resin and two 
soft denture base materials: a scanning electron microscope and 
confocal microscope evaluation (Radford et al). 1997;78:200-8 
The qualitative effects of various types of hygiene instrumentation 
on commercially pure titanium and titanium alloy implant 
abutments: an in vitro and scanning electron microscope study 
(Von Giese Brookshire et al). 1997;78:286-94 
Midfacial defect 
Minimizing prosthesis movement in a midfacial defect: a clinical 
report (Dumbrigue and Fyler). 1997;78:341-5 
Midfacial prosthesis 
Effects of implant anchorage on midface prostheses (Arcuri et al). 
1997;78:496-500 
Molar 
Comparison of strength and failure mode of seven implant systems: 
an in vitro test (Mdllersten et al). 1997;78:582-91 
Implant reconstruction in the posterior mandible: a long-term 
retrospective study (Parein et al). 1997;78:34-42 
Unilateral rotational path removable partial dentures for tilted 
mandibular molars: design and clinical applications (Luk et al). 
1997;78:102-5 
Mouth mucosa 
The effect of diet on the bearing mucosa during adjustment to new 
complete dentures: a pilot study (Cleary et al). 1997;78:479-85 
Mouthwashes 
Annual review of selected dental literature: report of the Committee 
on Scientific Investigation of the American Academy of 
Restorative Dentistry (Jendresen et al). 1997;78:54-92 
Multicenter studies 
Preliminary results of a multicenter study evaluating a chemically 
enhanced surface for machined commercially pure titanium 
implants (Sullivan et al). 1997;78:379-86 


N 
Nickel 
Comparison of bond strengths of denture base resins to nickel- 
chromium-beryllium removable partial denture alloy 
(NaBadalung et al). 1997;78:566-73 


Oo 
Obturators; see Palatal obturators 
Occlusal force 
Theoretical study of the effects of tooth and implant mobility 
differences on occlusal force transmission in tooth/implant- 
supported partial prostheses (Kayacan et al). 1997;78:391-9 
Occlusal splints 
Clinical effect of full coverage occlusal splint therapy for specific 
temporomandibular disorder conditions and symptoms (Kurita 
et al). 1997;78:506-10 
Occlusion 
Comparison of occlusal contacts in maximum intercuspation for 
two impression techniques (Parker et al). 1997;78:255-9 
Conservative approach to posttraumatic treatment of maxillary 
anterior teeth: a clinical report (Yoeli et al). 1997;78:123-6 
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Mandibular rest position and electrical activity of the masticatory 
muscles (Michelotti et al). 1997;78:48-53 
Occlusal restoration with surgical interventions—osteotomy, 
implant surgery, and tooth transplantation: a clinical report 
(Hibi and Ueda). 1997:78:236-40 
Theoretical study of the effects of tooth and implant mobility 
differences on occlusal force transmission in tooth/implant- 
supported partial prostheses (Kayacan et al). 1997;78:391-9 
Ocular prosthesis; see Eye, artificial 
Oral hygiene 


Professional hygiene care, adjustments and complications of 


mandibular implant-retained overdentures: a_ three-year 
retrospective study (den Dunnen et al). 1997;78:387-90 
The qualitative effects of various types of hygiene instrumentation 
on commercially pure titanium and titanium alloy implant 
abutments: an in vitro and scanning electron microscope study 
(Von Giese Brookshire et al). 1997;78:286-94 
Osseointegrated implants; see Implantation, endosseous 
Osteotomy 
Occlusal restoration with surgical interventions—osteotomy, 
implant surgery, and tooth transplantation: a clinical report 
(Hibi and Ueda). 1997:78:236-40 
Overdenture; see Denture, overlay 


P 
Pain 
Temporomandibular disorders—pain outside the head and face are 
rarely acknowledged in the chief complaint (Tiirp et al). 
1997;78:592-5 
Palatal obturators 
Minimizing prosthesis movement in a midfacial defect: a clinical 
report (Dumbrigue and Fyler). 1997;78:341-5 
Refining hollow obturator base using light-activated resin (Wang 
and Hirsch). 1997;78:327-9 
Palate 
Establishing the posterior palatal seal during the final impression 
stage (Ansari). 1997;78:324-6 
Palladium 
Effect of friction coefficient on Akers clasp retention (Sato et al). 
1997:78:22-7 
Periodontitis 
Annual review of selected dental literature: report of the Committee 


on Scientific Investigation of the American Academy of 


Restorative Dentistry (Jendresen et al). 1997;78:54-92 
Periodontium 
Dynamic biologic transformation of the periodontium: a clinical 
report (Mihram). 1997;78:337-40 
Plaque 
Annual review of selected dental literature: report of the Committee 


on Scientific Investigation of the American Academy of 


Restorative Dentistry (Jendresen et al). 1997;78:54-92 
Polyether 
Accuracy of polyether and addition silicone after long-term 
immersion disinfection (Lepe and Johnson). 1997;78:245-9 
Polyethylenes 
Fracture strengths of provisional restorations reinforced with 
plasma-treated woven polyethylene fiber (Samadzadeh et al). 
1997;78:447-50 
Polymers 
The swelling phenomenon of acrylic resin polymer teeth at the 
interface with denture base polymers (Vallittu and Ruyter). 
1997;78:194-9 
Polymethyl methacrylates; see Methyl methacrylates 
Pontics 
Fabrication of long-span provisional restorations with multiple 
pontics: a modified method by using a vacuum-formed matrix 
(Hsu and Shen). 1997;78:528 (Tips) 
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Replacement of a damaged fixed partial denture pontic by adding 
it to the existing removable denture: a clinical report (Zalkind). 
1997:78:121-2 

A simplified procedure for stabilizing pontics (Inzerello and 
Rudd). 1997;78:405-7 

Porcelain 

AllCeram crowns for single replacement implant abutments 
(Razzoog et al). 1997;78:486-9 

Bonding strengths of porcelain repair systems with various surface 
treatments (Chung and Hwang). 1997;78:267-74 

In vitro failure load of metal-collar margins compared with 
porcelain facial margins of metal-ceramic crowns (Gardner et 
al). 1997;78:1-4 

Replacement of a damaged fixed partial denture pontic by adding 
it to the existing removable denture: a clinical report (Zalkind). 
1997;78:121-2 

A review of esthetic alternatives for the restoration of anterior teeth 
(Bello and Jarvis). 1997;78:437-40 

Shear bond strength to feldspathic porcelain of two luting cements 
in combination with three surface treatments (Matsumura et al). 
1997;78:511-7 

Porphyromonas gingivalis 

Annual review of selected dental literature: report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Jendresen et al). 
1997;78:54-92 

Post and core technique 

Cyclic fatigue testing of five endodontic post designs supported by 
four core materials (Cohen et al). 1997;78:458-64 

Effect of different surface textures on retentive strength of tapered 
posts (Nergiz et al). 1997;78:451-7 

Fabrication of multiple posts and cores using a thermoplastic 
material and an indirect technique: a clinical report (Morton and 
Aquilino). 1997;78:542-4 

Fracture strengths of three core restorative materials supported 
with or without a prefabricated split-shank post (Cohen et al). 
1997;78:560-5 

An in vitro evaluation of a carbon fiber-based post and core system 
(Sidoli et al). 1997;78:5-9 

Root reinforcement with a resin-bonded preformed post 
(Mendoza et al). 1997;78:10-5 

A simple method for the restoration of fractured anterior teeth 
(Tulunoglu and Gérduysus). 1997;78:614-5 (Tips) 

Premolar 

Apical nerve transection resulting from implant placement: a 10- 
year follow-up report (Rubenstein and Taylor). 1997;78:537- 
41 

Comparison of strength and failure mode of seven implant systems: 
an in vitro test (MOllersten et al). 1997;78:582-91 

Implant reconstruction in the posterior mandible: a long-term 
retrospective study (Parein et al). 1997;78:34-42 

Preventive dentistry 

Annual review of selected dental literature: report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Jendresen et al). 
1997;78:54-92 

Prosthodontics 
American Board of Prosthodontics. 1997;78:618-30 


Q 
Quality assurance 
“Prosthetic condition” and patients’ judgment of complete 
dentures (de Baat et al). 1997;78:472-8 
Quality of life 
Critical evaluation of patient responses to dental implant therapy 
(Cibirka et al). 1997;78:574-81 
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R 
Radiography 

Adaptation of a Fox plane analyzer for the orientation of a 
radiographic computerized tomography scan implant template 
(Chung et al). 1997;78:616-7 (Tips) 

Research and education 

Research and education. 1997;78:54-97, 187-208, 295-319, 

391-403, 511-27, 596-604 
Resins 

Acrylic resin pivot ball for the survey of mounted casts (Brenyo and 
Toth). 1997;78:228-9 (Tips) 

An alternative method for direct custom tray construction using a 
visible light-cured resin (Castellani and Basile). 1997;78:98- 
101 

Bond strengths of maxillary anterior base metal resin-bonded 
retainers with different thicknesses (Ibrahim et al). 1997;78:281- 
5 

Bond strengths of resin-to-metal bonding systems (Kourtis). 
1997:78:136-45 

Cement removal from restorations luted to titanium abutments 
with simulated subgingival margins (Agar et al). 1997;78:43-7 

Clinical performance of resin-bonded fixed partial dentures and 
extracoronal attachments for removable prostheses (Besimo et 
al). 1997:78:465-71 

Comparison of bond strengths of denture base resins to nickel- 
chromium-beryllium removable partial denture alloy 
(NaBadalung et al). 1997;78:566-73 

The effect of environmental pressure changes during diving on the 
retentive strength of different luting agents for full cast crowns 
(Lyons et al). 1997;78:522-7 

lhe effects of surface machining on heat cured acrylic resin and two 
soft denture base materials: a scanning electron microscope and 
confocal microscope evaluation (Radford et al). 1997;78:200-8 

Gold inlays bonded with a resin cement: a clinical report (Miya). 
1997;78:233-5 

An in vitro evaluation of a carbon fiber-based post and core system 
(Sidoli et al). 1997:78:5-9 

Refining hollow obturator base using light-activated resin (Wang 
and Hirsch). 1997;78:327-9 

Replacement of a damaged fixed partial denture pontic by adding 
it to the existing removable denture: a clinical report (Zalkind). 
1997;78:121-2 

Resin-bonded metal-ceramic inlays: a new approach (Sewitch). 
1997;78:408-11 

Root reinforcement with a resin-bonded preformed post 
(Mendoza et al). 1997;78:10-5 

Safe resin records using plastic copings (Stamoulis et al). 
1997;78:223-4 (Tips) 

Shear bond strengths of a two-paste system resin luting agent used 
to bond alloys to enamel (Dixon and Breeding). 1997;78:132-5 

The swelling phenomenon of acrylic resin polymer teeth at the 
interface with denture base polymers (Vallittu and Ruyter). 
1997:78:194-9 


Temperature rise in pulpal chamber during fabrication of 


provisional resinous crowns (Castelnuovo and  Tjan). 
1997;78:441-6 
Restoration, permanent 

Cement removal from restorations luted to titanium abutments 
with simulated subgingival margins (Agar et al). 1997;78:43-7 

Fabrication of long-span provisional restorations with multiple 
pontics: a modified method by using a vacuum-formed matrix 
(Hsu and Shen). 1997;78:528 (Tips) 

» An implant-supported fixed-removable prosthesis with a milled 
tissue bar and Hader clip retention as a restorative option for the 
edentulous maxilla (Davodi et al). 1997;78:212-7 

An investigation of new metal framework design for metal ceramic 
restorations (O’Boyle et al). 1997;78:295-301 









646 


SUBJECT INDEX 


Longevity of fixed partial dentures (Libby et al). 1997;78:127-31 

Occlusal restoration with surgical interventions—osteotomy, 
implant surgery, and tooth transplantation: a clinical report 
(Hibi and Ueda). 1997;78:236-40 

A review of esthetic alternatives for the restoration of anterior teeth 
(Bello and Jarvis). 1997;78:437-40 

A simple method for the restoration of fractured anterior teeth 
(Tulunoglu and Gérduysus). 1997;78:614-5 (Tips) 

Restoration, temporary 

Fracture strengths of provisional restorations reinforced with 
plasma-treated woven polyethylene fiber (Samadzadeh et al). 
1997;78:447-50 


Temperature rise in pulpal chamber during fabrication of 


provisional resinous crowns (Castelnuovo and _ Tijan). 
1997:78:441-6 
Retainer 
Bond strengths of maxillary anterior base metal resin-bonded 
retainers with different thicknesses (Ibrahim et al). 1997;78:281- 


un 


Clinical performance of resin-bonded fixed partial dentures and 
extracoronal attachments for removable prostheses (Besimo et 
al). 1997;78:465-71 

A simplified procedure for stabilizing pontics (Inzerello and 
Rudd). 1997;78:405-7 

Retention 

Effect of different surface textures on retentive strength of tapered 
posts (Nergiz et al). 1997;78:451-7 

The effect of environmental pressure changes during diving on the 
retentive strength of different luting agents for full cast crowns 
(Lyons et al). 1997;78:522-7 

Effect of friction coefficient on Akers clasp retention (Sato et al). 
1997:78:22-7 


Effects of preparation designs and adhesive systems on retention of 


class II amalgam restorations (GGriicii et al). 1997;78:250-4 
A longitudinal clinical assessment of spark erosion technology in 
implant-retained overdenture prostheses: a preliminary report 
(Toljanic et al). 1997;78:490-5 
Preliminary investigation of a novel retentive system for 
hydrofluoric acid etch-resistant dental ceramics (Wood et al). 
1997:78:275-80 


Professional hygiene care, adjustments and complications of 


mandibular implant-retained overdentures: a_ three-year 
retrospective study (den Dunnen et al). 1997;78:387-90 
Rubber 

An alternative method for direct custom tray construction using a 
visible light-cured resin (Castellani and Basile). 1997;78:98- 
101 

Dynamic mechanical thermal analysis of maxillofacial elastomers 
(Waters et al). 1997;78:501-5 

A simple procedure for boxing elastomeric impressions (Galindo 
and Graser). 1997;78:531-2 (Tips) 


S 
Saliva 
Customized absorbent wafers for saliva control in implant patients 
(Sutherland and Wilkins). 1997;78:530 (Tips) 
Scaling 
Annual review of selected dental literature: report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Jendresen et al). 
1997;78:54-92 
Screws 
Custom-made cover screws to fit fixed detachable implant 
prosthesis access openings (Howell and Caldwell). 1997;78:209- 
1] 
Securing the abutment post screw in a single implant prosthesis 
(Artzi and Dreiangel). 1997;78:432-3 (Tips) 


VOLUME 78 NUMBER 6 











SUBJECT INDEX 


A simple antirotational device for implant abutment screws (von 
Krammer). 1997;78:529 (Tips) 
Silicones 
Accuracy of polyether and addition silicone after long-term 
immersion disinfection (Lepe and Johnson). 1997;78:245-9 
Silver 
Fracture strengths of three core restorative materials supported 
with or without a prefabricated split-shank post (Cohen et al). 
1997;78:560-5 
Smoking 
Annual review of selected dental literature: report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Jendresen et al). 
1997;78:54-92 
Soldering 
One clinical visit for a multiple implant restoration master cast 
fabrication (Hussaini and Wong). 1997;78:550-3 
A simplified indexing procedure for presoldering fixed partial 
dentures (Cohen and Crystal). 1997;78:226-7 (Tips) 
Soldering and remelting influence on fatigue strength of cobalt- 
chromium alloys (Henriques et al). 1997;78:146-52 
Tensile strength of soldered gold alloy joints (Watanabe et al). 
1997:78:260-6 
Sorbitol 
Annual review of selected dental literature: report of the Committee 
on Scientific Investigation of the American Academy of 
Restorative Dentistry (Jendresen et al). 1997;78:54-92 
Spark erosion 
A longitudinal clinical assessment of spark erosion technology in 
implant-retained overdenture prostheses: a preliminary report 
(Toljanic et al). 1997;78:490-5 
Splints 
Clinical effect of full coverage occlusal splint therapy for specific 
temporomandibular disorder conditions and symptoms (Kurita 
et al). 1997;78:506-10 
Sprue design 
The effects of sprue design on the roughness and porosity of 
titanium castings (Chan et al). 1997;78:400-4 


T 
Tannins 

Clinical observations of noncoping overdenture abutments 
protected by tannin-fluoride preparation (Yamaga and Nokubi). 
1997;78:315-9 

Technology 

An alternative method for direct custom tray construction using a 
visible light—cured resin (Castellani and Basile). 1997;78:98- 
101 

Custom-made cover screws to fit fixed detachable implant prosthesis 
access openings (Howell and Caldwell). 1997;78:209-11 

Dynamic biologic transformation of the periodontium: a clinical 
report (Mihram). 1997;78:337-40 

Establishing the posterior palatal seal during the final impression 
stage (Ansari). 1997;78:324-6 

An implant-supported fixed-removable prosthesis with a milled 
tissue bar and Hader clip retention as a restorative option for the 
edentulous maxilla (Davodi et al). 1997;78:212-7 

A longitudinal clinical assessment of spark erosion technology in 
implant-retained overdenture prostheses: a preliminary report 
(Toljanic et al). 1997;78:490-5 

A one-appointment impression and centric relation record 
technique for compromised complete denture patients (Ansari). 
1997;78:320-3 

A procedure for constructing dentures with interchangeable teeth 
(Khamis and Zaki). 1997;78:609-13 

Refining hollow obturator base using light-activated resin (Wang 
and Hirsch). 1997;78:327-9 
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A simplified procedure for stabilizing pontics (Inzerello and 

Rudd). 1997;78:405-7 
Templates 

Adaptation of a Fox plane analyzer for the orientation of a 
radiographic computerized tomography scan implant template 
(Chung et al). 1997;78:616-7 (Tips) 

Stabilization investment template for direct casting connection of 
implant framework segments (McCartney and Pearson). 
1997;78:106-8 

Temporomandibular joint 

Clinical effect of full coverage occlusal splint therapy for specific 
temporomandibular disorder conditions and symptoms (Kurita 
et al). 1997;78:506-10 

Temporomandibular disorders—pain outside the head and face are 
rarely acknowledged in the chief complaint (Tiirp et al). 
1997;78:592-5 

Tensile strength 

Tensile strength of soldered gold alloy joints (Watanabe et al). 

1997;78:260-6 
Thermoplastic material 

Fabrication of multiple posts and cores using a thermoplastic 
material and an indirect technique: a clinical report (Morton and 
Aquilino). 1997;78:542-4 

Tips from our readers 

Tips from our readers. 1997;78:109-12, 223-9, 330-3, 432-3, 

528-33, 614-7 
Tissue conditioning 

Ocular prosthetics: use of a tissue conditioner material to modify a 

stock ocular prosthesis (Ow and Amrith). 1997;78:218-22 
Titanium 

Comparison of strength and failure mode of seven implant systems: 
an in vitro test (MOllersten et al). 1997;78:582-91 

Comparison of titanium and cobalt-chromium removable partial 
denture clasps (Bridgeman et al). 1997;78:187-93 

The effects of sprue design on the roughness and porosity of 
titanium castings (Chan et al). 1997;78:400-4 

Fit of implant frameworks fabricated by different techniques 
(Riedy et al). 1997;78:596-604 

Preliminary results of a multicenter study evaluating a chemically 
enhanced surface for machined commercially pure titanium 
implants (Sullivan et al). 1997;78:379-86 

The qualitative effects of various types of hygiene instrumentation 
on commercially pure titanium and titanium alloy implant 
abutments: an in vitro and scanning electron microscope study 
(Von Giese Brookshire et al). 1997;78:286-94 

Tomography, x-ray computed 

Adaptation of a Fox plane analyzer for the orientation of a 
radiographic computerized tomography scan implant template 
(Chung et al). 1997;78:616-7 (Tips) 

Tooth discoloration 

An investigation of new metal framework design for metal ceramic 

restorations (O’Boyle et al). 1997;78:295-301 
Tooth root 

Root reinforcement with a resin-bonded preformed post 

(Mendoza et al). 1997;78:10-5 
Tooth transplantation 

Occlusal restoration with surgical interventions—osteotomy, 
implant surgery, and tooth transplantation: a clinical report 
(Hibi and Ueda). 1997;78:236-40 

Tooth wear 

The prevalence, etiology, and management of tooth wear in the 

United Kingdom (Smith et al). 1997;78:367-72 
Trauma; see Wounds and injuries 
Tray 

An alternative method for direct custom tray construction using a 
visible light-cured resin (Castellani and Basile). 1997;78:98- 
101 
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Handles on custom trays for complete denture master impressions 
Morris). 1997;78:331 (Tips 


A one appointment impression and centric relation record 


technique for compromised complete denture patients (Ansari). 
1997:78:320-3 


U 
Ulcer 
lhe effect of diet on the bearing mucosa during adjustment to new 
complete dentures: a pilot study (Cleary et al). 1997;78:479-85 
United Kingdom; see Great Britain 


V 
Veneers 
Full veneer versus traditional veneer preparation: a discussion of 
interproximal extension (Rouse). 1997;78:545-9 
Vertical dimension 
Conservative approach to posttraumatic treatment of maxillary 
anterior teeth: a clinical report (Yoeli et al). 1997;78:123-6 
Mandibular rest position and electrical activity of the masticatory 
muscles (Michelotti et al). 1997;78:48-53 
Vestibule 
\ simple and reliable procedure for routinely capturing vestibular 
anatomy in preliminary impressions (Psillakis and Toothaker). 


1997;78:332-3 (Tips 
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Ww 
Wounds and injuries 
Conservative approach to posttraumatic treatment of maxillary 
anterior teeth: a clinical report (Yoeli et al). 1997;78:123-6 


X 
Xylitol 
Annual review of selected dental literature: report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Jendresen et al). 
1997;78:54-92 


Z 
Zinc phosphate cement 
Cement removal from restorations luted to titanium abutments 
with simulated subgingival margins (Agar et al). 1997;78:43-7 
The effect of environmental pressure changes during diving on the 
retentive strength of different luting agents for full cast crowns 
(Lyons et al). 1997;78:522-7 
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